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h. 


In view of the East; 'German shortage of measuring instilments, VI§B 
Funkwerk Dresden will Begin. to increase its development and 
production of such instruments during 1957* 


During the . first quarter of ■ 1957* VEB Funkwerk Erfurt concentrated on 
high frequency instruments, £ and VEB Funkwerk Dresden concentrated 
on low and.! medium frequency? as well as phased and interference 
instrument s <; ' : <•". > ‘ 


d. 


Twenty-five per cent of the ’total expenditure on all instrument 
development of the Maiu 'Administration of Radio and Telecommand cations 
Equipment of the Ministry of General Machine Construction is allocated 
for decimetric and centi metric techniques. 


VEB Werk fuer Fe r mrtfeldeVe sen, Berlin- Oberschoeneweide, develops 
projects t Postage/ hut they are not put into production at this 
plant. ’ ;; ■' i ■ 


f * VEB Messgeraetewerk Zwoenit^ is not in a position to accept any 
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